STREET    VIEW  CONEY  ISLAND,  LOOKING  N.E. 


OCEAN   PIER,  1700    FEET  LONG. 

OBSERVATORY    BRIGHTON    BEACH  ( 


DISTANT    VIEW    OF    LOWER     IRON     PIER,    WEST  BRIGHTON 


-  MILE  VIEW) 


GRAVITY    RAILROAD,  WEST  BRIGHTON. 


UPPER  IRON   PI  ER,' WEST  BRIGHTON. 


ELEVATED  R,  R  ST  ATI  ON.   __  V,  U  5  C    PAVILION,    BRIGHTON  BEACH. 


MANHATTAN    BEACH   HOTEL  AND  MUSIC   PAVILION  FROM  THE  NORTH. 


INTERIOR     MANHATTAN    BE.AC.-i   MUSIC  PAVILION 


BATHING    BY  ELECTRIC   LIGHT  AT  MANHATTAN  BEACH 


BATHING   PAVILION,   MANHATTAN  BEACH 


PIAZZA  MANHATTAN   BEACH  HOTEL. 


MANHATTAN  BEACH 


ORIENTAL  HOTEL 


